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fairchild Camera and Instrument Company (FCI) BMNU)/jMquniMuN 


to by4 facili ei 
to Did 8d pSPRA ARE BEL dS Sa RB gaadoseaRen@90s0036-2 


would make no charge. Itek charge over-all charge for 


aE and testing 8 cameras for 1960 COR program 


ARGON Contract - ee of ground data 
reduction system FY unds obligated{[ 


(LMSDO Contract no. is RT-100) 
25X1 


COR-0749 


Program aske i @ made available from Agency Reserve. 
Total amt on program to date including above rqm 
Since RMB requested FY 1961 funding be indicated 
included in Tab B for that period. This not now available. 


- Funding available figure is less or 
: hich returns us to deficit of above). 


COR Follow-on has been funded from the beginning by AF. 
Lew Meyer, AFBudget, has been furnished copy of deficit 
statement of He indicated meetings would be 
necessary to settle funding. 


ARGON[ ___]balance available. 


COR submission to Comptroller: 


[ee eee ae 1962 Est 


ApprdVB@ree Hess) Gommbated.: ClA-RDP85B00803R000100030036-2 


exists on FY 1959 program. The Activity 
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